To:  Grantham,  Nancy[Grantham. Nancy@epa.gov] 

Cc:  Card,  Joan[Card. Joan@epa.gov] 

From:  McGrath,  Shaun 

Sent:  Fri  9/11/2015  3:27:37  PM 

Subject:  Re:  Follow  up  to  phone  message 

I'm  in  mtg  now  but  can  call  soon. 

Sent  from  my  iPhone 

On  Sep  11,  2015,  at  9:01  AM,  Grantham,  Nancy  <Grantham .Nancy@epa.gov>  wrote: 


Could  one  of  you  call  me  about  this?  Thanks  ng 


From:  Foster,  Althea 

Sent:  Friday,  September  11,  2015  1 1:00  AM 
To:  Grantham,  Nancy;  Gray,  David 
Subject:  Fwd:  Follow  up  to  phone  message 


Sent  from  my  iPad 
Begin  forwarded  message: 

From:  "Gilbert,  Edward"  <Gilbert.Edward@.epa.gov> 

Date:  September  11,  2015  at  8:48:43  AM  MDT 

To:  "Foster,  Althea"  <Foster.Althea@,epa.gov>.  "Dunkelman,  Tom" 

<Dunkelman.Torn@epa.gov>.  "Williams,  Laura"  <williams.laura@,epa.gov> 

Subject:  FW:  Follow  up  to  phone  message 

FYI. 


From:  Peter  Foster  [mail to: pfoster@  wri gh twater , com ] 

Sent:  Friday,  September  1 1,  2015  8:24  AM 
To:  Wharton,  Steve  < Wharton  .Steve  @epa . gov> 

Cc:  Leslie  Jalcoby  <Leslic.Jakobv@co.laplata.co.us>:  Sheryl  Rogers 
(rogers@lpcattornev.org)  <rogers@lpcattorncv.org>:  Gilbert,  Edward 
<Gilbert.Edward@epa.gov> 

Subject:  Follow  up  to  phone  message 
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Steve,  I left  you  a voice  message  and  wanted  to  follow  up  with  an  e-mail  in  case  you 
were  not  in  today. 

La  Plata  County  is  requesting  to  take  water  quality  and  sediment  samples  at  or  near  the 
Gold  King  Mine  Portal.  I am  working  with  Leslie  Jakoby  on  scheduling  the  site  visit 
to  collect  the  samples. 

Please  let  us  know  how  we  need  to  proceed  on  getting  access  to  the  site. 


Thank  you. 


Pete 


Peter  R.  Foster,  P.E. 

Vice  President 

Wright  Water  Engineers,  Inc. 

Over  50  Years  of  Service 

1666  N.  Main  Ave.,  Suite  C 
Durango,  CO  81301 

(970)259-7411 


(970)  259-8758  FAX 
HTTP://www.wriq  htwater.com 


BY  RECEIVING  THIS  ELECTRONIC  INFORMATION,  including  all  attachments,  the  receiver  agrees  that  this  data  may  not  be  modified 
or  transferred  to  any  other  party  without  the  prior  written  consent  of  Wright  Water  Engineers,  that  this  electronic  information  may  not 
necessarily  represent  the  information  shown  on  the  recorded  or  approved  final  developments  and/or  documents,  and  that  the  receiver 
is  responsible  for  verifying  the  information  contained  within  the  electronic  data  against  the  recorded  or  approved  final  documents.  This 
privileged  and  confidential  information  is  intended  only  for  the  use  of  the  individuals  named  above.  If  you  are  not  the  intended  recipient, 
be  aware  that  any  disclosure,  copying,  distribution  or  use  of  the  contents  of  this  message  is  prohibited.  Anyone  who  receives  this 
communication  in  error  should  notify  us  immediately  by  reply  e-mail.  WWE  makes  no  representations  or  warranties  of  any  kind  with 
respect  to  the  contents  of  this  communication  and  any  enclosures  and  neither  shall  any  third  party  recipient  be  entitled  to  rely  on  such 
communication  and  any  enclosures. 
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